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on the Philippines 
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maximum wave height 
of Typhoon Yolanda 
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strength of 
sustained winds 


$301 


MILLION 
U.N. Appeal 


$37, 


MILLION 

total USG assistance 


U.S. Government Humanitarian Aid 
to the Filipino People 


All figures as of November 18, 2013. 
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J± 10.3 MILLION 

people affected 


ffj 3,976 

people killed 


1,602 



people missing 

4 MILLION 

people displaced 


WATER ASSISTANCE 


200,000 INDIVIDUALS 

benefited from the restored functionality of the 
Tacloban municipal water system 



11,700 HOUSEHOLDS 

were provided with water containers 



EMERGENCY SUPPLIES 


20,000 FAMILIES 

received emergency shelter materials 



1 MILLION 

individuals reached with 
locally procured rice 





20,000 FAMILIES 

received hygiene kits 


USAID 

FROM THE AMERICAN PEOPLE 


#USGRelief 

http://www.usaid.gov/haiyan 


